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MEGD Sica tee, 
18 July 19:7 

Assistant Director for Operations 

Executive for Administration and Management 
FOIAb3b1 MBB Personne? ceiling 

FOIAb3b 
"]. A personnel ceiling of itjons is established for 
the United States field operations o This ceiling will FOIAb3b1 


be effective for all quarters of fiscal year 1918. 
2 1 sSCad yeet TO EO IAB ab 


FOIAb3b1 2. the fi departmental personnel ceiling of IF | positions 
will continue as established for all quarters of fiscal year 19)8. 


3. This.iperease of field personnel ceiling is made in order 
to allow for the transfer of monitors from the departmental to the 
field service for the and to make temporary 25X1A6a 
proyisi for the services personnel. At such time as services 
FOIAb3b1 for are as by the Services Branch, Administration and 
Management, refills onnc ceiling will be reviewed. 
FOIAb3b1 


FOR THE DIRECTOR OF CENTRAL INTELLIGENCE: 


/S 
25X1A9a 
Colonel, AGD 


Executive for 
Administration and Management 


ce: Personnel Br., A&M (2) 
FOIAb3b1 Budget & Fin Br. ,AaM (1) 


MM 0/o (1) 
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